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is for the purpose of agitating the water in the vessel
#, &, by simply turning the whole thing on its axis, in
the collar <?, c. The instrument is much more conven-
ient than Herschel's apparatus, but hardly as accurate,
except under very careful manipulation.

Crova has modified it by filling the upper vessel,
with mercury, which is a better conductor of heat than
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CEOVA'S PYEHELIOMETER.

water. For relative measurements, as, for instance, a
comparison of the amounts of heat received from the
sun at different hours of the day, Crova employs a
slightly different instrument, of which Fig. 78, copied
from his paper in the "Annales de Chimie," for Feb-
ruary, 1880, is a reproduction.

An exceedingly sensitive alcohol thermometer, Fhown
separately at I7, with a large bulb carefully blackened,